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Attachment 2 


PROPOSED FUNCTIONS OF UrilKb'. FIELD SUPPORT STAFF 


25X1A 


1. Establishes, maintains, and directs the Overseas 
■ Medical Program. 


2. Operates the Office of Medicine Cable Secretariat and 
dispatch control point. 
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